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Engineera employed in the Rumanian radio indystry state that fifty 
percent of the vacuum tubes furnished by the ‘DeSeSeRe are imperfect. 
According to these engineers, the Rumanians claim that the tubes are 
broken in transport, The engineers state, hewever, that the tubes 

are of very low quality and so poorly made that they will not function, 
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